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Mine Safety Appliances Company.... 
Nichols Engineering and Research 
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Nordstrom Valve Company.......... 1073 
Pacific Flush Tank Company........ 1075 
Pittsburgh Equitable Meter Company 1078 
Roots Connersville Blower Corporation 1079 
Royer Foundry and Machine Company 1081 
Simplex Valve and Meter Company... 1083 
Tennessee Corporation.............. 1085 
U.S. Pipe and Foundry Company.... 1087 
Vapor Recovery Systems Company. . 1088 
Walker Process Equipment Company . 1090 
Wallace and Tiernan Company....... 1092 
Yeomans Brothers Company......... 1093 
(See Safety) 
Federation Affairs 

Arthur 8. Bedell (1887-1946)........ 573 
Canada Beckons in October.......... 573 
Critical Review of the Literature of 

1945 on Sewage and Waste Treat- 

ment and Stream Pollution. Willem 

Directory of Members............... 353 
Dr. Rudolfs Elected to Honorary 


I Knew Arthur Bedell. Morris M. Cohn 1230 
Minutes of Meeting of 1945 Board of 


Minutes of Meeting of 1945 Election 
Minutes of Meeting of 1946 Board of 
1945 Membership Prizes to Canadian 
and Arizona Associations.......... 160 
Nineteenth Annual Meeting a Great 
Nineteenth Annual Meeting Takes 
Preview of the Nineteenth Annual 
Qualifications of Sewage Treatment 
Plant Operators. 147 
Report of Committee on Awards. .... 159 
Report of Committee on Operation 


Report of Executive Secretary-Editor. 144 
ne of Sewage Works Practice Com- 


Rules ce 1946 Membership Contest.. 160 
Surplus Property Purchase Procedure. 574 


FERTILIZER (See Sludge Utilization) 


Fina SEDIMENTATION (See Sedimenta- 
tion) 


Gadgets 
Ingenuity—Tool of the Operator. #. 


GarRBAGE DisposaL WITH SEWAGE 
Effect of Food Wastes on Sewers and 
Sewage Treatment. Morris M. Cohn. 477 
Effects of Ground Garbage on Sewage 


Treatment Processes. Willem Ru- 

View or Two on Domestic Garbage 


Gas (See Sludge Gas Utilization) 


, 


527 q 
88 
562 
1030 j 
751 
1182 
4 
165 
582 
104 : 
1037 | 
1038 
1039 
1041 
1043 
1044 
1045 
1047 
1049 
1051 
1052 
1053 
1055 
1057 i 
1059 
1061 
1062 
1064 | 
1066 
1067 4 
1069 
1070 
10072 4 


w 


4 
2 
3 
$3 
g 


Vol. 18, No. 6 


GREASE REMOVAL AND DISPOSAL 


Grit Collection and Conditioning. 


Grit REMOVAL AND CONDITIONING 
Constant Velocity Grit Chamber with 
Parshall Flume Control. Ming .Lee 
Efficient Detritus Settlement at Com- 
paratively Small Sewage Treatment 
Works. L. B. Escritt. 
Experience in Grit Removal and 
Handling at Racine, Wisconsin. 
Operation of Mischigiend Screens, Grit 
Chambers and Clarifiers. W. A. 
Sewage Treatment at Military Instal- 
lations. National Research Council. . 


High Rate Filters (See Trickling Fil- 
ters) 


Incineration (See Screenings Disposal 
or Sludge Incineration) 


INDUSTRIAL WASTES 

BREWERY 
By-Products and Treatment of Brew- 
ery and Yeast Wastes. Watllem 

CANNERY 
Cannery Waste Problems at the 
Peru, Indiana, Sewage Treatment 
Plant..Irel V. Pence. (Abs.)...... 
Cannery Waste Treatment. Robert 
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Food Canning Waste Utilization. N. 


DISTILLERY 
Feed By-Products from Grain ae 

hol and Whiskey Stillage. C. 

Boruff and L. Weiner. (Abs.). . 


EXPLOSIVES MANUFACTURE 
Colored TNT Derivative and Alpha- 
TNT in Colored Aqueous Alpha- 
TNT Solutions. C. C. Ruchhoft and 
Wm. G. Meckler. (Abs.)......... 
TNT Wastes from Shell-Loading 
Plants—Color Reactions and Dis- 
posal Procedures. C. C. — 
M. LeBosquet, Jr. and Wm. G. 
GAS PLANT 
Indianapolis Industrial Waste. D. O. 
GENERAL 
Current Developments in Waste 
Utilization. Harold R. Murdock. 
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Development in the Treatment of 
Sewage and Allied Wastes. A. E. 

Effect of Acid Wastes on Natural 
Purification of the Schuylkill 
River. Robert S. Chubb and Paul P. 

Effect of Industrial Wastes on Sew- 
age Treatment. Christian L. Sie- 
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SUBJECT INDEX 


Evaluation of the Toxicity of In- 
dustrial Wastes, Chemicals and 
Other Substances to Fresh-Water 
Fishes. W. Bregy Hart, Peter Dou- 
doroff and John Greenbank. (Abs.). 

Industrial Waste—An Important 
Factor in Process Planning. (Abs.) 

Industrial Wastes Activity in the 

Industrial Wastes and Fish Life. M. 

Industrial Wastes and Stream Pol- 
lution. Joseph L. Quinn, Jr. (Abs.) 

Industrial Waste Treatment. Martin 

Industrial Waste Treatment and 
Control. L. F. Oeming. (Abs.).... 

Method for Accelerated Equalization 
of Industrial Wastes. Willem Ru- 
dolfs and J. N. Millar........... 

National Policy for Trade Effluents. 
John Hurley. (Abs. 

Report of Procedure for the Handling 
of Industrial Wastes. California 
Sewage Works Association Indus- 
trial Wastes Committee of 1945. 

Sewage Treatment and Industrial 
Wastes. Don EF. Bloodgood. (Abs.). 

Three Industrial Waste Problems at 
Marion, Indjana. David Back- 

Toxicity Thresholds of Various So- 
dium Salts Determined by the Use 
of Daphnia Magna. Bertil G. An- 

Utilization and Disposal of Industrial 
Wastes. F. W. Mohlman. (Abs.).. 


METAL PROCESSING 
Acid Iron Wastes and Diffuser Clog- 
ging at Elyria, Ohio. James R. 


Couple of Industrial Waste Problems 
th iy ort Wayne. Paul L. Brunner. 
Effects of Copper-Bearing Wastes on 
Sludge Digestion. H. 7. Rudgal.. 
Industrial Waste Problems at Muncie 
eee Plant. Paul W. White. 
Industrial Waste Problems at Rich- 
mond Sewage Treatment Works. 
Industrial Waste Problem to be 
Sodium Cyanide Waste Kills Fish 
in White River. R. R. Bazter. 
Stream Pollution Problems of the 
Electroplating Industry. L. F. 
Treatment and Disposal of Waste 
Waters Chromate. J. 
Grindley. (Ab 
Treatment of and Acid 
Plating Wastes. Nicholas Herda. . 
Treatment of Wastes Produced in 
Metallurgical and Metal Workirfg 
Industries. William S. Wise. (Abs.) 
MILK PROCESSING 
Waste Saving by Improvements in 
Milk Plant Equipment. H. A. 
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PACKINGHOUSE 
Industrial Wastes at Sioux Falls, 
South Dakota. R. EF. Bragstad. 
PAPER MANUFACTURE 
Butyl Alcohol by Fermentation of 
Waste Sulfite Liquor. (Abs.)..... 
—. and Disposal of Waste 
Waters from Paper Mills. B. A. 


High Rate Trickling Filters. PR. G. 
Tyler, William Maske and Robert 
Trickling Filter Treatment of Sulfite 
Waste Liquor. J. M. Holderby.... 


PETROLEUM 
Disposal of Petroleum Refinery 
Wastes. W. B. Hart. (Abs.)...... 
Talco Refinery Trade-Waste Treat- 
ing Purifies Water for Cooling. 
Waste Disposal and _ Utilization 
Problems of the Petroleum In- 
dustry. Roy F. Weston. (Abs.).... 
RUBBER MANUFACTURE 
Study of Wastes From the Synthetic 
Rubber Industry. 0. R. Placak 
and C. C. Ruchhoft. 


TEXTILE 
Treatment of Textile 
Huddersfield (England). 
Goldthorpe. (Abs.). . 
Woolen Mill Waste at LaPorte Sew- 
age Treatment Plant. John FL. 
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INTERMITTENT SAND FILTERS 


Intermittent Sand Filter Found Useful 
in Rural Sanitation. Paul . Holmes. 


IRRIGATION (See Effluent Utilization) 


Laws (See Administration or Stream 
Pollution) 


LICENSING OF OPERATORS 


Certification of Sewage Treatment. 
Plant Operators. W. /’. Shephard. . 


LITIGATION 
People of the State of California, Plain- 
tiff v. City of Los Angeles et al De- 


Maintenance and Repair 


Maintenance Problems in a _ Large 
Sewage Treatment Plant. Virgil An- 


Operation and Maintenance of Me- 

\ chanical Equipment. Stanley FE. 

: Rangoon’s Water Supply Back to 
\ Normal. A. B. Cooper. (Abs.) . 


— Problem in Liberated Ran- 
goon. A 
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MemBeErR Associations (See Proceedings 
of Member Associations) 


Odor Control 
Los Angeles County Sanitation District 
Sulfide Control Report. Richard 


Pomeroy and F. D. Bowlus 
No Sulfides—No Odors. .. 


OPERATION OF PLANTS 


Annual Report for the Year Ending 
March 31, 1945, of the Sewage Dis- 
posal Commission of New Britain, 
Conn. John R. Szymanski.......... 

Annual Report for the Year 1944 of the 
Bureau of Sewers of the City of 
Worcester, Mass. John H. Brooks, Jr. 

Annual Report for the Year 1944-45 of 
the Tri-City Sewage Treatment 
Plant, Pasadena, California. William 

Annual Report of the Buffalo Sewer 
Authority for 1943-1944........... 

Annual Report on the Operation of the 
Joint Meeting Sewage Treatment 
Plant in Elizabeth, New Jersey, for 
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the Year Ending 1944. Edward P. ~ 


Army Sewerage in Hawaii. Beldon S. 
Darlington Sewage Works and Farm. 
Fourteenth Annual Report on the 
Aurora, Illinois, Sanitary District 
Sewage Treatment Plant for the 
Year 1944. Walter A. Sperry....... 
Fourth Annual Report of the Sewage 
Incinerator Committee, Wausau, 
Wisconsin. L. Manteufel. (Abs.) . . 
Fourth Annual Report on the Gary, 
Indiana, Sewage — Works 
for 1944. W. W. Mathew 
Fourth Operation Raneet on Sewage 
Treatment and Garbage Disposal 
Plant of Marion, Indiana, for the 
Year 1944. David "Backmeyer 
Grand Forks Water and Sewage. K. W. 
Increased Efficiency from an Old Sew- 
Disposal Plant. E. W. Oke. 


Melbourne and Metropolitan Board of 
Works, Report For Year Ended June 

Operation and Maintenance of the 
Southerly Sewage Treatment Plant. 
G. E. Flower 

Operation Efficiency and Factors Af- 
fecting Operation at the Elizabeth 
Joint Meeting Plant. Willem Rudolfs 
and Edward P. Decher 

Operation of Connecticut’s Sewage 
Treatment Plants. LeRoy W. Van 

Operations Report for the Fiscal Years 
1942-43-44 on the Operation of the 
Ann Arbor, Michigan, Sewage Treat- 
ment Plant. C. Preston Witcher... .. 

Operations Report for the Fiscal Year 
1944-45 on the Sewage Treatment 
Plant of the City of Marshalltown, 
Iowa. T. R. Lovell 
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Post-War Application of Wartime Ex- 
perience in Sewage Disposal. Hum- 
phrey D. Manning. (Abs.).:....... 
Practical Aspects of Sludge Treatment 
at the Yardley Works of the Birming- 
ham Tame and Rea District Drain- 
age Board. Norman Salt. (Abs.).... 
Progressive Development of District 2 
Sewage Works, Tonawanda, N. Y. 
Channel 
Report on the Operation and Mainten- 
ance of the Easterly Sewage Treat- 
ment Plant. John J. Wirts......... 
Report of the Operation and Mainten- 
ance of the Westerly Sewage Treat- 
ment Plant. Walter EF. Gerdel....... 
Report of Operation of the District of 
olumbia Sewage Treatment Plant 
for the ‘Fiscal Year 1945. Ralph E. 
Report of Operation of the Willow Run 
Bomber Plant, Detroit, Michigan, 
Sewage Treatment Plant for the 
Years 1943 and 1944. Nicholas Herda 
Report on Operation of the Hartford, 
Conn., Metropolitan District Sewage 
Treatment Plant for the Years 1943 
and 1944. George H. Craemer....... 
Report on the Administration, Opera- 
tion and Maintenance of the Division 
of Sewage Disposal, Department of 
Public Utilities, Cleveland, Ohio, for 
the Year 1943. J. W. Ellms........ 
Sewage Oxidation Ponds—Perform- 
ance, Operation and Design. D. H. 
Sewage Treatment at an African Native 
Community. R. S. Young, A. J. Hall 


Sanaaniies of Plant Operations for the 
Year 1944 of the Greater Winnipeg 
Sanitary District, Winnipeg, Mani- 
toba. D. L. McLean 

Thirteenth Annual Report of the Divi- 
sion of Sewage Disposal of the City of 
Toledo, Ohio, for the Year 1944. A. 

Thirteenth Annual Report of the Green 
Bay, Wisconsin, Metropolitan Sew- 
erage District Commission for the 
Year Ending March 31, 1945. George 


OPERATION REPORTS 
Getting the Most Out of Sewage Works 
Data. William L. Havens and Frank 
Woodbury Jones. (Abs.)........... 
Sewage Plant Records and Operating 
Reports. L. S. Morgan............ 


OxipaTIon Ponps 
Sewage Oxidation Ponds—Perform- 
ance, Operation and Design. D. H. 
Sewage Treatment at Military Instal- 
lations. National Research Council. . 


Paints (See Maintenance and Repair) 
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PLANNING 
Are We Backward in Sewage Disposal? 
John Hurley. 774 
Disposal Plant to Alleviate Boston 


arbor Nuisance. Karl R. Kennison. 


Items to Consider When Planning Sew- 


age Plant Extensions or Improve- 
ments. J. H. Hupp. (Abs.)........ 784 


Modern Design Trends for Sewa 


Treatment. Kenneth V.Hill. (Abs). 1254 


Presidential Address, Institute of Sew- 


ph Purification (1945). John Hurley. 


Report to Honolulu Sewerage Com- 


mittee Upon Sewerage and Sewage 
Disposal. Mr etcalf and Eddy. (Abs.).. 772 


Some Aspects Concerning the Sewerage 


of Rural Areas. N. Campbell Little. 


PREAERATION 
Preaerated Raw Sludge Recirculation 


Increases Primary Sedimentation 
Efficiency at Denver. C. P. Gunson. 1121 


PROCEEDINGS OF MEMBER ASSOCIATIONS 
Arizona Sewage and Water Works 


Arkansas Group Moves to Join Federa- 


Canadian Institute on Sewage and 


Florida Sewage Works Association.... 1219 
Georgia Water and Sewage Association 333 
Kansas Water and Sewage Works - 

565 


Member Association Meetings........ 
13 


0, 338, 571, 757, 1229 


Michigan Sewage Works Association... 755 
Missouri Water and Sewerage Confer- 


128 
Montana Sewage Works Association.. 756 
New Jersey Sewage Works Association 1220 
New Member Association Proposed at 


Inter-American Sanitary Engineering 


New York State Sewage Works Asso- 


North Carolina Sewage Works Asso- 


North Dakota Water and Sewage 


Works Conference................ 


Ohio Conference on Sewage Treat- 


Pacific Northwest Sewage Works As- 


South Dakota Water and Sewage 


Works Conference................ 337 


Texas Water Works and Sewerage 


Short School and Texas Sewage 
Works Section................... 566 


Pusiic Aspects 
Failure of Poliomyelitis Virus to Grow 


in Certain Protozoa of Sewage. C. A. 
Evans and K. L. Osterud. (Abs.).... 1253 


Transmission of Disease by Sewage. 
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PUMPING OF SEWAGE 
Sewage Pumping Stations. W.S. Lea. . 


References to Sewage Literature. . 175, 
RESEARCH 
British Institute Discusses Recent 


Critical Review of the Literature of 
1945 on Sewage and Waste Treat- 
ment and Stream Pollution. Willem 

Fundamentals of Biological Oxidation- 
Clarification. John W. Hood........ 

Work of the Water Pollution Research 
Laboratory a the War. B. A. 
Southgate. (Abs.).. 


Reviews (See Book Reviews) 


Safety 
Digester Gas Explosion at Monroe, 
Michigan. Arthur J. Jennings...... 
Digester Gas Explosion at Traverse 
City, Michigan. Gerald Forton...... 


Sanp Finters (See Intermittent Sand 
Filters) 


Sanirary Disrricts (See Administration) 


SaniTaRY Surveys (See Stream Pollu- 
tion) 


SCREENING 
Operation of Mechanical Screens, Grit 
Chambers and Clarifiers. W. A. 
Sewage Treatment at Military In- 
stallations. National Research Council 


ScREENINGS Disposal 

Incineration of Fine Screenings at 
Niagara Falls, N. Y. Edward J. 

SEDIMENTATION 

Clarifiers. J. B. Kleven. (Abs.).. 

Operation of Mechanical Sereens, Grit 
Chambers and Clarifiers. W. A. 

reece Raw Sludge Recirculation 
Increases Primary Sedimentation Ef- 
ficiency at Denver. C. P. Gunson. .. 

Research Relating to Sedimentation. 

Sedimentation and the Design of Sett- 
ling Tanks. Thomas R. Camp. Discus- 
sions by Norval E. Anderson, R. A. 
Mulholland, P. Charles Stein, Lynn 
Perry, E. Sherman Chase and Rolf 

Sewage Treatment at Military Instal- 
lations. National Research Council... 

Solids Removal as Influenced by Plant 
Design. Thomas M. Riddick and Her- 


Septic TANKS 
Controlled Septicity of Sewage. W. 
Watson. (Abs.) 
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SEWERS 
Control of Sewer Usage at Detroit, 
Michigan. Clyde L. Palmer......... 1 
Design and Operation of Sewage Regu- 
lators. Kenneth Fishbeck........... 
Design of Sewers to Facilitate Flow. 
Thomas R. Camp 
Effect of Mining (Coal) Subsidence on 
Sewers and Sewage Disposal Works 
in the West Riding of Yorkshire. J/. 
Garner. 
Los Angeles County Sanitation District 
Sulfide Control Report. Richard 
Pomeroy and F. D. Bowlus......... 


SkimmMinG Tanks (See Grease Removal 
and Disposal) 


SLUDGE CONCENTRATION 


Concentration of Sewage Sludge. Dis- 
cussion by C. R. Velzy. (Abs.)...... 


SLUDGE CONDITIONING 
Computing Coagulant Requirements 
in Sludge Conditioning. A. L. Genter. 
Computing Coagulant Requirements in 
Sludge Conditioning. Discussions by 
Paul D. McNamee, K. Fraschina and 
Walter H. Brown. (Abs.)........... 1 
Dewatering of Sewage Sludge by Co- 
agulation and Vacuum Filtration. 
Part I. Laboratory Experiments. J/. 
M. Wishart, C. Jepson and 1. Klein. 


SitupGe DEwaTEeRING 

Dewatering, Incineration and Use of 
Sewage Sludge. Discussions by C. R. 

Velzy, George J. Schroepfer. (Abs.) . . 
Dewatering of Sewage Sludge by Co- 
agulation and Vacuum Filtration. 
Part I. Laboratory Experiments. J/. 
M. C. Jepson and L. Klein. 
Sludge Disposal Practices at Detroit. 
Clarence W. Hubbell 
Sludge Disposal Practices at Detroit. 
A Discussion. L. V. Garrity... . 
Sludge Disposal Practices at Detroit. 
A Discussion. R. A. Greene......... 


SLUDGE DIGESTION 
Digested Sludge—An Aid to the Acti- 
vated Sludge Process. L. S. Kraus. . 
Digestion Tank Scum. Walter E. Gerdel 
Effects of Copper-Bearing Wastes on 
Sludge Digestion. H. 7. Rudgal.. 
Pilot Plant Digestion Experiments 
David Backmeyer. (Abs.).:......... 
Purification of Domestic Sewage by 
Digestion. Karl Viehl. (Abs.)....... 
Sewage Treatment at Military Installa- 
tions. National Research Council. . 
Sludge Treatment at Small Sewage 
Works. L. B. Escritt. (Abs.)........ 


StupGe Disposau 
Monsieur le Vidangeur. J. E. McKee 
Sewage Treatment at Military Installa- 
tions. National Research Council... . 
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Wartime Treatment of Sewage and 
Sludge Disposal. Oliver. (Abs.).. . 


StupGeE Dryinc Beps (See Sludge De- 
watering) 


SLUDGE ELUTRIATION 
Sludge Disposal Practices at Detroit. 
Clarence W. 
g Sludge Disposal Practices at Detroit. 


A Discussion. L. V. Garrity. ....... 


Sludge Disposal Practices at Detroit. 
A Discussion. <A. L. Genter........ 

Sludge Disposal Practices at Detroit. 
A Discussion. R. A. Greene. . : 

Small Sludge Elutriation Plants. A. L. 


SLupGeE Gas UTILiza tion 
Digester Gas for Automobiles. 
Imhoff 
Fuel Fertilizer and Calcutta Sewage 
Sludge. P. C. Bose. (Abs.) ie 
Propulsion of Vehicles by 
Gas. W. Parker. (Abs.)............ 
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Dewatering, Incineration and Use of 
Sewage Sludge. Discussions by C. R. 
Velzy, George J. Schroepfer. (Abs.) . . 

Digester Gas Explosion at Monroe, 
Michigan. Arthur J. Jennings.*.... 

2 Gas Engine Power for Sewage Treat- 

a ment Plants. Allen J. Burdoin. (Abs.) 

; Sludge Disposal Practices at Detroit. 
Clarence W. Hubbell............... 

Sludge Disposal Practices at Detroit. 
A Discussion. L. V. Garrity... ..... 

d Sludge Disposal Practices at Detroit. 

‘ Discussion. A. L. Genter......... 

Sludge Disposal Practices at Detroit. 
A Discussion. R. A. Greene......... 


UTILizaTIon 
Dewatering, Incineration and Use of 
Sewage Sludge. Discussions by C. R. 
Velzy, George J. Schroepfer. (Abs.)... 
Fuel Fertilizer and Calcutta Sewage 
Sludge. P. C. Bose. (Abs.)......... 
Investigation of Plant Growth Sub- 
stances (Auxins) in Sewage Products. 
C. A. Chaplin and C. J. Regan. (Abs.) 
Preliminary Greenhouse Studies of Di- 
gested Sludge as a Fertilizer. Herbert 
Preparation and Nature of Town’s 
Refuse-Sewage Sludge Composts. 


STATISTICS 
Some Fundamental Concepts in Ex- 
pression of Loadings and Efficiencies. 
Washington State Sewerage Systems 


4 and Sewage Treatment and Disposal 
| Wisconsin Progress Report on Sanitary 


Engineering and Stream Pollution 


Control Activities 1942-43. L. F. 
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STREAM POLLUTION 


Authority of the Indiana Stream Pollu- 
tion Control Board to Order Ohio 
River Pollution Abatement. (Abs.).. 589 
Disposal Plant to Alleviate Boston 
Harbor Nuisance. Karl R. Kennison. 
Effect of Acid Wastes on Natural 
Purification of the Schuylkill River. 
Robert S. Chubb and Paul P. Merkel. 692 
Federal  Anti-Pollution Legislation 
History and Legal Background of 
Stream Pollution Control in Indiana. 
Robert Hollowell, Jr. (Abs.) . . . 760 
Industrial Wastes and Stream Pollu- 
tion. Joseph L. Quinn, Jr. (Abs.)... 764 
National Policy for Trade Effluents. 
John Hurley. (ADS) 769 
National Stream Pollution Control 
Activities. W. H. Wisely. (Abs.).... 587 
1945 Progress Report on Pollution of 
Oregon Streams. Fred Merryfield and 
W. G. Wilmot. (Abs.). . . 780 
People of the State of ‘California, 
Plaintiff v. City of Los Angeles et al 
Defendants. (Abs.)................ 781 
Rational Examination of Stream Pollu- 
tion Abatement. Richard D. Hoak. 
Stream Pollution in Oil Fields Lessened 
by Salt Water Disposal Systems. 
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Stream Pollution in the Blue River Ba- 

sin. Robert W. Heider. (Abs.)....... 170 
Stream Pollution in the Marimee 


River Basin. Robert W. Heider. (Abs.) 169 
Stream Pollution in the Muscatatuck 
River Basin. Robert W. Heider. (Abs.) 171 
Stream Pollution in the Patoka River 
Basin. Robert W. Heider. (Abs.).... 589 
Stream Pollution in the Whitewater 
River Basin. Robert W. Heider. (Abs.) 170 
Stream Sanitation. G. R. Scott........ 284 
Wisconsin Progress Report on Sanitary 
Engineering and Stream Pollution 
Control Activities 1942-1943. L. F. 


SUPERNATANT Liquor (See Sludge Diges- 
tion) 
Tips and Quips. ... 122, 325, 556, 744, 1211 
TRICKLING FILTERS 
Control by DDT of Flies Breeding in 
Percolating Sewage Filters. 7. G. 
Tomlinson. (Abs.).. 1253 
Control of Trickling Filter Flies with 
DDT. John A. Carollo............. 208 
Experiments with DDT in Filter Fly 
Control. William C. Brothers....... 181 
Filter Fly Control by DDT.......... 330 
Sewage Treatment at Military Installa- 
tions. National Research Council. . 787 


Summary of Experience in the Opera- 
tion of Standard Trickling Filters. 
Treatment of Camp Sewage and Laun- 
dry Waste Water by Alternating 
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Double Filtration. E. V. Mills, J. T. Tyler, William Maske and Robert 

Calvert and G. H. Cooper. (Abs.).... 348 
Treatment of Settled Sewage by Con- Trickling Filter and Its Operation. 

tinuous Filtration With Recircula- Frank Woodbury Jones............ 

tion of Part of the Effluent. 2. V. Trickling Filter Treatment of Sulfite 

Melis. 776 Waste Liquor. J. M. Holderby...... 

colating Filters in Series with Periodic 

Change in the Order of the Filters. Vacuum Filters (See Sludge Dewater- 

Treatment of Sulfite Waste Liquor on 

High Rate Trickling Filters. R. G. VENTILATION (See Safety) 
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Index by Place 
Sewage Works Journal, Volume XVIII, 1946 


Amersfoort, Holland................... 19 
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